Nassif, Julianne (DPH) </0=C0MM0NWEALTH OF 
From: MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE.NASSIF> 

Sent: Monday, July 18, 2011 3:43 PM 

To: Khan, Annie (DPH) <Annie.Khan@MassMail. State.MA.US> 

Cc: O'Brien, Elisabeth (DPH) <Elisabeth.O'Brien@MassMail.State.MA.US>; Salemi, 

Charles (DPH) <Charles.Salemi@MassMail.State.MA.US> 

Subject: move to 305 


Annie, 

I would like you to move to 305 in the morning and minimize your time in the Drug Laboratory. Let’s meet at 
9:30 to go over the status of the SOPS, technical review sheets etc. These are your top priorities. 

Julie 

juiLai/u/te Massif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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